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nur Windschild ohne Sitz 


Fahrrad-Kindersitz „Bilby Junior” 


« für vorne, Befestigung am Steuerrohr 

- TÜV/GS geprüft, entspricht EN 14344, 

« für Kinder von 9 - 15 kg Körpergewicht, 

« verstellbare Fußstützen mit Fuß-Haltegurten 

« Sitzschale mit Sitzpolster und Sicherheitsbügel 

« verstellbarer 3-Punkt Sicherheitsgurt 

« Quick-Release-Halterung 

« passend für alle gängigen Rahmenformen mit 
Rohrdurchmesser von 20 - 40 mm 


# 610 097 01 blau mit orangem Kissen 

# 610 066 01 dunkelgrau mit silbernem Kissen 
# 610 067 01 creme mit bordeauxrotem Kissen 
VE = 4 Stück 


„Bilby Junior” child bike seat 


« for front mounting on the steerer tube 

« tested by the TÜV/GS quality certification bodies 
« complies with EN 14344, 

« for children with a body weight of 9 - 15 kg, 

« adjustable footrests with foot straps 

« seat shell with seat cushion and safety bar 

« adjustable 3 point safety harness 

« quick release attachment 

« suitable for all currently available frame types 

« with a tubing diameter of 20 - 40 mm 


610 097 01 blue with orange cushion 
610 066 01 dark grey with silver cushion 
610 067 01 cream with burgundy cushion 
Unit = 4 pieces 


Windschild für Kindersitz 
„Bilby Junior” & „Guppy Mini” 


« Sicherheitsschutz gegen Insekten 
und schlechte Witterung 

« inkl. Halterung für Bilby Junior 

« winkel- und höhenverstellbar 

« stabile Polykarbonat-Scheibe 

« Quick-Release-Halterung 

« passend für alle gängigen Lenkervorbauten mit 
Rohrdurchmesser von 20 - 40 mm 

« Befestigung am Vorbau 


# 610 090 01 Lenkerbefestigung 
# 610 068 01 Vorbautenbefestigung VE = 6 Stück 


Wind shield for child seat 
„Bilby Junior” & „Guppy Mini” 


« Bilby Junior & Guppy Mini 

« provides protection against insects and bad weather 

« incl. attachment for Bilby Junior 

« angle and height adjustable 

« stable poly carbonate screen 

« quick release attachment 

« suitable for all currently available handlebar stems 
with a tubing diameter of 20 - 40 mm 

« for mounting on the stem 


# 610 090 01 handlebar attachment 
# 610 068 01 handlebar stems attachment Unit = 6 pieces 
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